Bit    RUINED STUPA BASE, P. VI, FARHAD BRG-YAILAKt SEEN FROM EAST

3ifl.   REMAINS OF STUCCO RELIEVO AND WALL-PAINTINGS TO S.W. OF"
ENTRANCE OP RUINED SHRINK F, XII, FAKHAIMlfcC-YAILAKl.

313-   REMAINS OF STUCCO RELIEVO AND WALL PAINTING ON N W
WALL OF RUINED SHRINE F. XII, FARHAD-BEG-YAILAKl SITE.   '

314;   REMAINS OP TEMPERA PAINTINGS AT SOUTH CORNER OF RUINED
SHRINE F. XII, FARHAD-BEG-YAILAKI.